Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 

Ext 3rd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Derbyshire IV 
Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Liverpool Bridge) 


Spring 1980 


(26/03/1980) 


Captain Boyle P 
Chief Eng Officer Godfrey A.P 


McClure S.A 2nd Eng Officer 
Thomson D.C 3rd Eng Officer 
Young K.N Ext 3rd Eng Officer 
Burslem D.L Ext 3rd Eng Officer 





Lamont J.D 
Holt D 
Hutchinson G 
Hughes J.H 
Powell A.K 
Allenby J.T 
Taylor | 
Thompson R.J 
Lewis D.S 


Jones D.H 
Coltman L.T.M 
Ridyard D.M 
Hunt W.L 
Williamson E.F 


Hind S 4th Eng Officer 
Stanway P Jnr Eng Officer 
Reed A Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
C.P.0 Campbell A 
Cook MacConnell T 
Summer 1980 
(18/09/1980) 
Captain Underhill G.V 
Chief Eng Officer Marsh N 
Bayliss F.A 2nd Eng Officer 
Taylor R.W 3rd Eng Officer 
Rapley C.W 4th Eng Officer 
Bindon P.J 4th Eng Officer 
Waller R.A Jnr Eng Officer 
Buckley P Jnr Eng Officer 


Jnr Eng Officer 
Electrical Officer 
C.P.0 Hodges A.J 
Cook Hardman B.J 





King P.D 
Allis K 
Chedotal F.J 


